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Exhibit No: 594 To Contract: HF-CT-692 


Dates September 18, 1958 
From; The Firewel Co., Inc, 
(Contractor) 
To: 25X1A9a 
Contracting icer 


Item | Part —— 
oe. No. Nomenclature Qty. Unit Price Total Price mS 


cs F9022 Gasket 30 $ . 06 $ 1360), fe 
uae F9020 Gasket, mask outlet 30 +08 2,40 

3 F2509 Gasket 30 +04 1,20 

4 F2568 Diaphragm for suit control 25 11,17 279,25 

.5 F17151-3 Valve Assembly 30 9,32 279.60 

6 F9030 Orifice Assembly, filter 30 1.33 39,90 

2 F1585 Aneroid 10 6,78 67,80 

8 F17143 Valve assembly, Mask exhaust 30 156,00 *:¢- 150,90 

» 9 F17140-1 Valve Assembly, Suit exhaust 30 5,03 150,90 
- 30 F9029 Spring 15 34 5,10 
ll F2541 Valve, injection 15 1,28 19,20 
Prices are fair and reasonable and this é 


Exhibit is hereby approved, 


Contractor warrants prices conform to the 
1, dy. 10 price formula in effect on date of this 
Exhibit. 


29X1A9a 


SIGNED: 


29X1A5a1 


| SIGNED: 
Approved For Release @@@@sitthithGmintald -RDP81B00878R000500 2679 
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Iten Part 
No, . Wo,é Nomenclature Qty, Unit Price Total Price 
12 F2526 Spring 
-13 FS5000<5/64 2b Rings, Silicene 35 ' 06 ; 310 
ls FS5000-7 %F Rings, Sildcone 35 04 1,40 
15 _ FS50Q0+3/22 "88 Rings, Silicone 35 709 315. 
16 - FSS00085 "Oo" Rings, Silicome 35 709 | 3.15 
17 FS5000-3 "O" Rings, Silcione 35 “06 “1 
18 FS5000@15 0" Rings, Silicone 35 “06 a 16 : 
19 BS5000-6 "0" Rings, Silcione 35 204 1.40 © 
20 - -B9028 Assembly, Diaphragm 35 15.38 5888.39 S27c2 
21 F9021 Casket, Suit Outlet 30 : oH 
23 F1780=). 30 
24 , F17 80-2 30 “ot apes ° 
25 F9050 20 ae etee 
11,27 225,40 
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